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SUB J : GRANTS FOR SURGERY RESEARCH 
OES/SCI FOR BEAUBIEN 

PROFESSOR STIPA, DIRECTOR OF THE CHAIR OF SURGERY OF THE UNIVER 
SITY OF ROME IS THE PRESIDENT OF THE ITALIAN SOCIETY OF SURGICAL 
RESEARCH. THE SOCIETY WILL HOLD ITS FIRST NATIONAL CONGRESS IN 
ROME DEC. 4, 5, AND 6, 1975. PROF. STIPA WOULD LIKE TO HAVE 
THE FOLLOWING INFORMATION: 

A. THE GRANTS FOR THE VARIOUS FORMS OF SURGERY RESEARCH 
LISTED BELOW AS WELL AS THE ALLOTMENT FOR THE APPARATUS TO 
CONDUCT THAT RESEARCH. 

1. GENERAL 

2. THORACIC 

3. ORTHOPEDICS 

4. PEDIATRICS 

5. ORNITHOLOGY 

6. OPTHALMOLOGY 

6. CARDIAC SURGERY AND NEUROSURGERY 

B. THE PROCEDURES. INCLUDING THE PARAMETERS OF EVALUATION. 
THAT ARE OUTLINED IN AWARDING GRANTS. 

C. THE GRANTS FOR THE ABOVE SEPARATED INTO GOVERNMENT AND 
PRIVATE CATEGORIES FOR THE YEARS 1971, 72, 73 AND 74.VOLPE 
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